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ATTENTION 



The following documents appearing in FBI files have been reviewed under the provisions of The Freedom of 
Information Act (FOIA) (Title 5, United States Code, Section 552); Privacy Act of 1974 (PA) (Title 5, United States Code, 
Section 552a); and/or Litigation. 



t^TFOIA/PA 

Requester: 

Subject: 

Computer or Case Identification Number: 

Title of Case: 

* File 

Serials Reviewed: 



O Litigation 



□ Executive Order Applied 



Section 



Release Location: *File 



Section 



This file section has been scanned into the FOIPA Document Processing System (FDPS) prior to National Security 
Classification review. Please see die documents located in the F DPS for current classification action, if warranted. Direct 
inquires about the FDPS to RIDS Service Request Unit, 202-324 | | 



File Number : (j^ -/tO 

Serial{s) Reviewed: l~mJU 

FOIPA Requester: CtfYa 

FOIPA Subject: 

FOIPA Computer Number: 3( j 

File Number : __ 

Serial(s) Reviewed: 

FOIPA Requester: 

FOIPA Subject: 

FOIPA Computer Number: 

File Number: 

Serial(s) Reviewed: 

FOIPA Requester. 

FOIPA Subject: 

FOIPA Computer Number: 



Section /3 5b 



Section 



Section 



THIS FORM IS TO BE MAINTAINED AS THE TOP SERIAL OF THE FILE, BUT NOT SERIALIZED. 



SCANNED BY DocLab (RMD) 

DATE: 



LAST SERIAL: 




ATTENTION 



DO NOT REMOVE FROM FILE 






I am delighted to have this opportunity to extend the 
FBI's warmest wishes on the occasion of your retirement. I am 
sure you must derive a great deal ,of personal satisfaction from 
your over. 27 years of dedicated service to our Nation. 

My colleagues have enjoyed their association with you, 
and I share their deep appreciation for your invaluable assis- 
tance in connection with the Pan Am Flight 103 investigation, 
as well as for your help in connection with the FBI's overall 
counterterrorism mission. Your willingness to exchange infor- 
mation has greatly assisted us in fulfilling our mandated 
responsibilities, and you have our heartfelt thanks for your 
"cooperation. 

With every good wish for an enjoyable retirement filled 
with every happiness in the years ahead. 
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Sincerely yours. 



William S. Sessions 
Director 






NOTE: Letter 

Section. CID. 



Exec AD Adm. . 

Exec AD Inv. 

Exec AD LES . 
Asst Dir.: 

Adm. Servs. _ 
Crim. inv. 



Information used in letter provided by SSA 
contain no information to preclude this letrer . 
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Memorandum 




Mr. G. N. Christensen 



12/14/90 



From D< 



Subject : 



Legal Coun. 

Rec. Mgnt. 

Tech. Servs. 

Training 

Cong. Affs. Off. 
Off. of EE O 
Off. LiaisorTS 

Int. Affs. 

Off. of Public A 

Telephone Rm. 

Director's Sec'y 




His contact will be Section Chief | |\ 

JR., CI-3 Section, INTD, Room 4825, Ext. 4671. I b ill be 

visiting FBI Headquarters (FBIHQ) on a regular basis and should, 
therefore, be issued an unescorted visitor 7 s badge. 



-RECOMMENDATION : That an unescorted visitor 7 ^ badge be issued to 

d uring the period he is required to have frequent ' 
access to FBIHQ space in connection with his official duties. 



APPROVED: 

Director 

Dep. Dir. 

ADD-Adm. 

ADD-lnv. 



Adm. Servs. 
Cri-n . ! r '. 

If!* 



_0ff. of Liaison 
_ & Int. Affs. 
jDff. of 
_ Public Affs. 
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-acuity Access and Security Unit) 









(Attn: 















The Securil 



His contact will be W 
| Cl— 3 Section, Intelligence Di vision. 

On 12/17/90, a representative of the SPM verified that 
has the appropriate clearance to be granted routine unescorted 
access to FBIHQ. On 12/17/90, appropriate FBIHQ record checks 
were conducted on this individual and no derogatory information 
was found. 



It is the responsibility of the Intelligence Division to 
ensure this badge is returned to the Security Unit, 
Administrative Services Division, when no longer required. 
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DATE: 6/30/89 



TO : DIRECTOR, FBI 

ATTN: SSA [ | OFFICE OF LIAISON AND 

v , / INTERNATIONAL AFFAIRS 

FROM : SAC, RICHMOND (62B-3005) (C) 



SUBJECT: 
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entirety , 



This communication is classified 



in its 



Re Richmond teletype to the Bureau dated 2/21/89. 



Enclosed for the Bureau is a sanitized LHM which was 
provided to ORANGE COUNTY SHERIFF’S DEPARTMENT. b? 

As the Bureau was advised in referenc ed teletype, a copy 
of the enc los ed, sanitized LK.H wa s provided to | | 

l and of the ORANGE COUNTY SHERIFF'S 

DEPARTMENT for appropriate action. I I advised he 

would keep the FBI apprised of any new developments regarding 
their investigation of captioned subject. 

Richmond Division is considering this case closed and, in 
the event further information is provided to Richmond Division by 
ORANGE COUNTY SHERIFF'S DEPARTMENT, the Bureau will be advised of 
any pertinent details. 



lis ted in enclosed LHM ii 

(Protect Identity) ,| 



$ - Bureau (Enc. 1) 
1 - Richmond 
RDG/sec “U, 
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Decla^rfyon: QADR 





'W . .. i: 







, u. U.S. Department of Justice 



Federal Bureau of Investigation 



In Reply, Please Refer to 
Pile No. 



I ladvised that I |who currently 

resides at| I (Orange Count y. 

Virginia), and re ceives maxi at [~ ~ 

I is known to t he source as being a | | 

p Source advised that] fis 

living with a n illega l alien from Columbia; South Amer ica whose v 
first name is | I who i s currently using T I last name. 

Source advised that ) | is actively involved m using sales and 

distri bution of both cocaine and marijuana. Source advised that 
|has offered to give or sell the source both illicit drugs 
on numerous occasions and makes no attempt to hide the fact that 
she is a user. The source has no personal knowledge that 

I i s a user; however, t here is n o doubt in the source's 
mind thatl lis aware of I (activities. 



ll&yMk L— — 71 " 

i IMC, A 

DECLASSIFY ON: 



VIRGINIA DEPAR TMENT OF MOTOR VEHICLES, Richmond, 
Virginia, records reveal | Lto. b<=> in possession of a current 

Virginia driver's license! I \ is described as follows: 

Name: 

Date of Birth: 

Race: White 

Sex: Male 

Social Security I 1 

Account -Number: 

Height: , 

Weight: b7( 

THIS DOCUMENT CONTAINS NEITHER 
RECOMMENDATIONS NOR CONCLUSIONS OF 
THE FBI. IT IS THE PROPERTY OF 
THE FBI AND IS LOANED TO YOUR AGENCY; 

IT AND ITS CONTENTS ARE NOT TO BE 
DISTRIBUTED OUTSIDE YOUR AGENCY. 






ALL. INFORMATION CONTAINFD 
H as,t!N IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE. 
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Bicentennial of the United States Constitution (1 787-1 987) 
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AVAILABLE FOR DISCUSSIONS WITH NYO FCI MANAGEMENT AT APPROXI 
MATELY 3*00 PM, NOVEMBER 5, 1990. SAC JAMES E. TOMLINSON 







ACCEPTED THE INVITATION CONTINGENT UPON FBIHQ NOTIFICATION. 

IT IS THE RECOMMENDATION OF THE NEW YORK OFFICE TO PROCEED 

\ 

WITH THIS VISIT. OBVIOUSLY INTO AND OTHER HEADQUARTERS MANAGE- 
MENT ARE WELCOME TO ATTEND. AS INTD IS AWARE, NYO* DIVISION I 
HAS BEEN ATTEMPTING TO ARRANGE A VISIT OF DIRECTOR SESSIONS FOR 

DISCUSSIONS WITH NYO FCI SUPERVISORS AND BRIEFINGS ON CERTAIN 

1 b2 

SENSITIVE CASES AS WELL AS A VISIT TO | 

FOR INFORMATION OF INTD, DIRECTOR SESSIONS IS PLANNING 

TO MAKE A PRESENTATION TO THE SOCIETY OF FORMER INTELLIGENCE 
OFFICERS IN NEW YORK ON OCTOBER 25, 1990. HOWEVER, ALL OF NEW 
YORK, DIVISION I MANAGEMENT WILL BE ATTENDING THE INTD CONFERENCE 
IN WASHINGTON, OCTOBER 24-25, 1990. INTD IS THEREFORE REQUESTED 
TO CONSIDER ARRANGING ANOTHER VISIT TO NYO, DIVISION I BY 
DIRECTOR SESSIONS AND INTD MANAGEMENT. 

CLASSIfittU By G-J, ULCLAb 51 1 I UN WtYR. 
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TO DIRECTOR FBI/PRIORITY/ 
FBI SAN FRANCISCO/PRIORITY/ 
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SAW FRANCISCO IS REQUESTED TO HAVE SA 








From: W. Douglas Gow 

Assistant Director in Charge 
Intelligence Division 



Subj ect : > 

1 kt) 

The contents of this communication are classified 
'iBuuirel'^in their entirety. 



Dep. Dir. _ 
ADD Adm. 



ADD Inv. _ 



Vast. Dir.: 
Adm.Servs. 
Crlm. Inv. 




Wl IIH» If I W m , 

rirEBMCLOSURE 



Legal Coun. 
Rec. Mgnt. _ 



Tech. Serve j 

Cong^Affe. Off. JCM : 4 ) 

Off. Of EEO Yr 




'SECRET^ 

ClcTSs U ied bv,r ^ 
Dec 



74 SEE NOTE PAGE THREE 



Off. of Public Affa._ 
Telephone Rm. _ 
Director's Sec*y_ 
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February 11, 1991 
Director 

Central Intelligence Agency 
Washington, D.C. 



ttention : 



y Qf[A 



From: 



Subj ect: 



entirety . 



(4. Douglas Gow, Assistant Director in Charge 
Intelligence Division 



This communication is classified 



T in its 



Reference is made to your letter to our Bureau, dated 
January 11, 1991, concerning captioned subject. 



r 5 * 

*n 



uanuary ±1, iyyi, concerning capcionea suo^ecr. 

For your information, the Baltimore Field Office of our^jjj p| 
Bureau is initiating an investigation into captioned matter. , You^HS* 
will be kept advised of any pertinent information developed J « 

during this investigation. j§ ^ 

<4 

The Federal Bureau of Investig ation point of co ntact in ^ ^ 
this matter is Supervisory Special Agent | \ INTD, 

CI-2E, Room 4117, telephone number 202-32l :: | ^//3 

— : lo dvf tf 6*1 ^ 7 t - 7 

This communication advises the j 

Uthat BA is initiating an investigation into this matter. bi 
Subject is employed by a local defense contractor ( NFI ) and holds b 3 
a security clearance. An al legation w as made that on at least b7c 

two occasions while visiting residence a stack of 

material clearly marked Top secret was observed on the dining 
-room table. 

rigs' (5) Classi^Le<y by: 9642 I f 

2'^"] Declass^ w^o n:;. OADR 



Rec- Mgni. _ 
Tech. Servs. 

Gong. Atfs. Off. 
Off. of EEO _ 
ytt. Liaison & 
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February 27, 1991 



Memorandum to Messrs. Gow 

Baker 



On March 20, 1991, from 4:00 p.m.-5:00 p.m. , 

Mr. Baker is scheduled to present a briefing concerning 
international terrorism investigations and the FBI extra- 
territorial investigative policy, as well as general issues 
involving CIA- FBI relations affecting law enforcement. As _an 



firttftUkiMBtitii 



take the 



I My presents 

15 minutes of the one hour scheduled. 



same aay. 



are scneauiea to spea 

20 



On March 26, 1991, from 4:00 p.m.- 
scheduled to I 
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Memorandum 







Dep. Dir. 




ADD Adfl. 




ADO Inv. 




Asst. Oir.: 
Ad*. Serve 




Crim. Inv. 
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Subject : 



12/21/90 



Legal Coun. 

Rec . Mgnt. 

Tech. Serve. 

Training 

Cong. AffsTTRTT 

Off. of EEQ 

Off. Liaison & 

Int. Affs. 

Off. of Public A 
Telephone Rro. 
Director's Sec'y 



RECOMMEND AT IONS 






That appropriate level FBI HQ personnel from 



MiM>] 1 1 ill 1 1 1 



APPROVED: 

Director — 

pop. Dir. 

ADD-Adm. 

ftDCMrw.. — — 



* _ laboratory 

Adm. Ss«s. -v-p. , , Cc ,, n . — 

Crim. Inv. -JU Corvs 

_Jn»o. Wgr,t.^ c „ n p Otf — 

^1 osp ® • ot EE0 — 



iff. Of Liaison /, * 

& Int. Alls. , A 

off. of fsy 

_ public Affs. 

J? 



approved* 

Director 

Dcp- 0<r. 

*a.DD-AA*t. — 

AOD-fnv 



62-80750 
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l-Mr. Gow 
l -Mr. Gvi c 
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l 
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Adni. §€fV 5 . 

Crim. Inv. _ 

Jdent 

_lnfo. Mgnt. 
..Inspection . 
Intell. 



umiMtm 



.above, 

hi 




.Laboratory . ... — 

.Legal Coun. 

.Tech. Servs. — 

.Training . 

.Cong. Affs. Off._ 
.Off. of LEO — 



jOif. of Liaison 
& Int. Affs. 
_Off. of 

Public Affs. *• 



*• "-RATION CONTAINP 
''HEREIN IS UNCLASSIFIED fY: 
t WHERE SHOWN OTHEFiVV.be 













DETAILS : With the enactment of the Intelligence. Authorization 

Act for Fiscal Year 1990, Section 603, which gave the FBI 
authority to supervise the conduct of all investigations of 
violations of the espionage laws of the U . S . by persons emplo yed 



Ili^J 




^ It is noted that there have been occasions m the pasi 

when l 1 either through lack of foresight or ignorance, has (J 
involved itself in FBI criminal inves tigati ons which could cause 
complications at time o f trial i f thef _ Employee is called to 
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we can esra 



1ST SUM 
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( er worKing reiarionsnip 

between our two agencies and eliminate many complications , 





It is therefore recommended that appropriate level FBI 

personnel from the Intelligence Division (TNTm i-he Criminal 

Investiaative Division (CIDi I 



and coordinate with INTD and 







FM DIRECTOR FBI {bS-fl0750> 

TO ALL FBI FIELD OFFICES/ROUTINE/ 
ALL LEGAL ATTACHES/ROUTINE/ 

BT 

-S- E C R E T NOFORN 
CITE: //0DS7// 
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SUBJECT 



: {re 



RELATIONS WITH THE CENTRAL INTELLIGENCE AGENCY ICIA>i 
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THIS COMMUNICATION IS CLASSIFIED " S6C&EZ, N 0 F 0 R N " IN ITS 



:s 



ENTIRETY. 
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1 - Mr . Revell 
1 - EA. AD 
1 - Mr. Guido 
1 - Mr. Giaquinto 
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1 - nr. Hiroentaf 




ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE. 
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|AND WILL ALWAYS BE CLASSIFIED "S HTTP NOFORN. 

i __ ___ _ _ 
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, 4-99 



^ 7&?7 in THIS FILE SKIPPED DURING 

SERIALIZATION. 

9 - 19-91 
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ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED 

DATE/^fifeBY 




fbi/doj 





ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE. 



I am delighted to have this opportunity to extend to 
you my personal thanks and deepest appreciation for your 
dedication, hard work, and persistence in your recent collabo- 
rative effort with the FBI. You should derive a great deal of 
personal satisfaction from your accomplishments in this highly 
sensitive intelligence operation. 



My associates in our Washington Metropolitan Field 
Office have enjoyed and learned immensely from their close 
working association with you. I share their deep gratitude for 
your assistance, cooperation, and guidance during the many months 
of this operation. They will certainly miss their professional 
contacts with you. 



Congratulations on a job well done. We are grateful 
for the active role you played, and all of your friends in the 
FBI wish you the very best in the future. 




ATOAdm! — I^NOTE: SSA INTD, concurs with the recommendation of WMFO 

ADDinv. .that this letter be prepared and sent to the SAC for presenta- 

tion. Bufiles contain no information to preclude this letter. 
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FM FBI RICHMOND (66-2871) (P) 

TO DIRECTOR FBI O/ROUTINE/ 



UNCLAS 



CITE: //3710 / / 



'RECEIVED , 
TELETYPE: UHfT 

ZOFebSI .N 09 

FEDERAL BUREAU 
OF INVESTIGATION. 



I Pvp* Oir. I. ■ II. , 

ADDAdm, 

ADO Inv, ' 

Asst, Dir. i J/ 

Adm, Servs. 

Crim. Inv. „ . /V _ 
ident., , 

| insp, 

J LegafCc'*- _ _ 
j R ec, »V _ .. 

Tech. 

Training * . — 

Cong. Ails. X. . — ■ 

Off. of __ 

Off. Unison 

Ini A»f?, r -. ~ — — 

Off. of Public 

Telephone Riii s=s=m — 
Director’s Sec' ^ r . ■ A 




SUB JECp:7\ INTELLIGENCE COMMUNITY AWARDS P RQGRW'lilC &PP) } 
FOREIGN COUNTERINTELLIGENCE CFCI) PROGRAM} ^ 

BUDED: MARCH 1> 1991. 

THIS COMMUNICATION IS CLASSIFIED "S &Cft ff T* IN ITS 

entiretv * -tow 

RE BUREAU AIRTEL TO ALL SACS DATED NOVEMBER 16* 1990. 
AFTER REVIEWING THE CRITERIA FOR NOMINEES OF THE 
INTELLIGENCE COMMUNITY AWARDS PROGRAM AS SET FORTH IN 
REFERENCED AIRTEL* RICHMOND DIVISION HAS NO CANDIDATE AT THIS 




TIME. 
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ALL INFORMATION CONTAINED 
HEREIN i3 UNCLASSIFIED » I 

DATE by 403teJhaL 
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FD-654 (Rev. 1-3-91) 







Classification of Mail: Mail Category: 




(Field Office - Room, Cabinet, or other 
location where material is stored) 



This action taken based upon authority of: 



□ TS/SCICO, FB1HQ, 62-116065 



□ Field Office Manager 



- 

File and Serial number 




(Signature and Title of Approving Official) 



‘requires special handling 



Date 



ALL FBI INFORMATION CONTAIN! 
HEREIN.IS UNCLASSIFEB, 

DATE f ' ' 






PERMANENT SERIAL CHARGE-OUT 




FBI/ DO J 
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Classification of Mail: 

□ Unclassified 

□ Confidential 

□ Secret 
fe-'fop Secret* 

□ SCI* 

Dither J 

FD-501 Number JL 

Subject _ d 

Date of Mall ^ 



Description of Material 



1 90 - 1323 ') 



>{>-96 - 

/jV s Le^--' 



Mail Category: 

Letter 

LHM 

Report 

Teletype 



FD-502 Number 



Memo 

Other 



ex-/?- ' f-GZ) 

(include" identity of originating office or agency) 



This serial has been removed and placed in: 

[g^SjSecial File Room, Room 5991, FBIHQ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 



□ Field Office Manager 



/'7CO 



File and Serial number 



(Signature and Title of Approving Official) 



‘requires special handling 



ALL FBI INFORMATION CONTAINED / 
PERMANENT SERIAL CHARGE-OUT 
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Classification of Mail: 

□ Unclassified 

□ Confidential 

□ Secret 
ffl-"Top Secret* 

o-sci* 

□ Other 

** T K 

FD-501 Number - 1 2 

CjxlB 



Subject 
Date of Mail v-A.x\&ctWc^ 



Mail Category: 
Letter Y 

LHM 

Report 

Teletype 



FD-502 Number 



Airtel 

Memo 

Other 



Description of Material CjIL ft ~Tcs U 



(include identit 

This serial has been removed and placed in: 

yP'&pecial File Room, Room 5991, FBIHQ 

□ 



ity of 



originating office or agency) 



(Field Office * Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 

□ Field Office Manager — 

File and Serial number 



(Signature and Title of Approving Official) 



Date 



Requires special handling 




M. V. Hale 



Off otCon* 

& Puttie Affa 
Off of Ua. * 
& inti Atts. , 
Rec Mgmt _ 
Tec* Servs. 
Training 




APPROVED Adm Servs 

Grim, Inv 

idem 

Director Inspection 

Exec, AD-Adm, Inteil. 

Exec AD-lnv, Laboratory . 

Exec. AD-LES Legal Coun. 



ALL INFORMATION CONTAINED 
HEREIN IS UNCLASSIFIED EXCEPT 
WHERE SHOWN OTHERWISE 
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Classification of Mail: 

□ Unclassified 

□ Confidential 

□ .Se^r^ 

0 / Top / Secret* 



Other 



FD-501 Number 

Subject 

Date of Mail 



Description of Material 
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Mail Category: 

Letter > 

LHM 

Report 

Teletype 



Memo 

Other 



FD-502 Number 

2^ 



(Include identity oforiginating office or agency) 



This serial has been removed and placed in: 

ED Special File Room, Room 5991, FBIHQ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 



□ Field Office Manager 



_ 3'/si - 7t3 

File and Serial number 



(Signature and Title of Approving Official) 



'requires special handling 
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Classification of Mail: 

□ Unclassified 

□ Confidential 

□ /Secret 



op Secret* 



□ Other 



FD-501 Number 

Subject 

Date of Mail 
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Description of Mate; 
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Mail Category: 
Letter t 



Report 

Teletype 



FD-502 Number 




Memo 

Other 



(include identity or originating office or agency) 



This serial has been removed and placed in: 

(P Special File Room, Room 5991 , FBIHQ 



(Field Office - Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 



□ Field Office Manager — / j? 

r File and Serial number 



Serial number 
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(Signature and Title of Approving Official) 
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Date 




Classificatior^of Mail: 
ftassifiej: 

tie t 




□ Other 
FD-501 Number 



Subject 









Mail Category: 
Letter 
LHM 
Report 
Teletype 



FD-502 Number 




Date of Mall 



Description of Mai 







(Include Identity of originating office or agency) 
This serial h?& been removed and placed in: 

Special File Room, Room 5991, FBIHQ 

□ 



(Field Office • Room, Cabinet, or other 
location where material is stored) 



This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 

□ Field Office Manager — 






DATE' 



File and Serial number 




by \c 



(Signature and Title of Approving Official) 



Date 



'requires special handling 



PERMANENT SERIAL CHARGE-OUT 



FBt/DOJ 



FD-654 (Rev. 1-3-91) 



W/ 



Classification of Mail: 

□ Unclassified 

□ Confidential 

□ Sepret 

Wi /Top Secret* 



Other 



FD-501 Number 

Subject 

Date of Mail 
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Mail Category: 

Letter l 

LHM 

Report 

Teletype 



FD-502 Number 



Memo 

Other 



Description of Material 



(include identity of originating office or agency) 



This serial has-been removed and placed in: 



Special File Room, Room 5991 , FBIHQ 



(Field Office • Room, Cabinet, or other 
location where material is stored) 

This action taken based upon authority of: 

□ TS/SCICO, FBIHQ, 62-116065 



□ Field Office Manager 



File and Serial number 















(Signature and Title of Approving Official) 



‘requires special handling 



PERMANENT SERIAL CHARGE-OUT 



KBI/DO J 



FD-654 (Rev. 1-3-91) 
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Classification of Mail: 

□ Unclassified 

□ Confidential 

□ /Secret 

s' 

Secret* 




Mail Category: 
Letter 
LHM 
Report 
Teletype . 



Airtel 

Memo 

Other 



Other 

FD-501 Number 
Subject 







FD-502 Number 
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Date of Mall 






Description of Material 






(include identity of oFIginating office ofTlffency) 
This serial been removed and placed in: 

Special File Room, Room 5991, FBIHQ 

□ : 



(Field Office - Room, Cabinet, or other 
location where material is stored) 



This action taken based upon authority of: 
□ TS/SCICO, FBIHQ, 62-116065 




(Signature and Title of Approving Official) 



Date 



'requires special handling 




PERMANENT SERIAL CHARGE-OUT 



FBI/DOJ 




PP HQ 

DE RH #0002 0521746 • 

ZNY SSSSS ' 

0 211740Z FEB, 89 

FM FBI RICHMOND (62B-3005) (P) 

TO DIRECTOR FBI/PRIORITY/ 





INTERNATIONAL AFFAIRS. 




JANUARY .11, IS 8 9 . 

2 APR 1? 1989 

IT SHOULD BE NOTED 3Y THE BUREAU THAT CAPTIONED MATTER WAS 



REPORTED TO HEADQUARTERS 



WITH A REQUE 






RICHMOND ADVISED OP THE PROGRESS OF FBIHQ/CIAHQ LIAISON CONTACTS SO 
THAT THE MATTER COULD BE RESOLVED. 



IN REFERENCED TELETYPE AND SUBSEQUENT TELEPHONE CALL, SAME 
REQUEST WAS MADE. 

AS RICHMOND IS NOT IN RECEIPT OF ANY INFORMATION FROM THE BUREAU 
REGARDING THE DISPOSITION OF THIS MATTER, UNLESS ADVISED TO THE 
CONTRARY BY THE BUREAU, RICHMOND WILL WITHIN THIRTY DAYS TURN OVER 
TO LOCAL AUTHORITIES INFORMATION ON CAPTIONED SUBJECT'S DRUG 
ACTIVITIES FOR INVESTIGATION AND FURTHER ACTION AS DEEMED 
APPROPRIATE. 





BY LIAISON 



( r J H 



Honorable William. H. Webster 
Director of Central Intelligence 
Washington, D.C. 



€ 



h w p 
ft ^ «? 
M ^.fss 

■ ft , ” K-f 



CL 

j£><uj 

frr lu GO 
«£™=CC 

O u “- LU 

oSx 

-*_> CO H- 

S-52 

teii 

S'^o 
CCoO^ 
o — CO 
*r- LU 

— Lug 

-JLU^ 

<xgf 



Exec AD Adm. _ 

Exec AD Inv. 

Exec AD LES _ 
Asst Olr.: 

Adm. Servs. _ 

Crim. Iiw. 

Ident. 

insp. 

Intell. 

Lab. 

Legal Coun. _ 
Off. OewgrS J 
Public AfflS 
Rec. Mgnt. _ 
Tech. Servs. _ 

Training 

Oft Liaison & 

Inf. Atfs. __ 
Telephone Rm. 
Director’s Sec l y 



Dear Judge Webster: 

I am delighted to have this opportunity to bring to 
your attention the valuable assistance provided the FBI by 
representatives of your Agency in connection with one of our 
investigations and to express the sincere thanks of all of us in 
the FBI. ' 



I enabled us to Q> \ 

sustain our investigative effort” from 1987 through this year. ^ 
They went out of their way to be helpful, and it is doubtful we 
'could have maintained the case without them. We are most 
appreciative of the information and personnel resources they 
furnished during the course of this investigation as they greatly 
helped us in the fulfillment of our responsibilities. Please 
pass along to each of them my gratitude and that of my associates 
for their efforts on our behalf. 



With every good wish, 



Sincerely yours, 



William S. Sessions 
Director 



Mr. Clarke 
Mr. Gow 

iRoo m 4204, TL 242) 
lloom 4226, TL 245) 
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□ BATF WASHINGTON DC 

□ CIA WASHINGTON DC 

□ CIA DDO NC 

□ CDRINSCOM FT BELVOIR VA 

□ CDRJSOC FT BRAGG NC 

□ COMMANDANT COAST GUARD WASHINGTON DC 

□ DIA WASHINGTON DC 

□ DIS WASHINGTON DC 

□ DEPT OF ARMY WASHINGTON DC 

□ DEPT OF ENERGY GERMANTOWN MD 

□ DEPT OF ENERGY EOC WASHINGTON DC 

□ DEPT OF JUSTICE WASHINGTON DC 

□ DEPT OF STATE WASHINGTON DC 

□ DEPT OF TREASURY WASHINGTON DC 

□ DET 21 CSAA FT BELVOIR VA 

□ DIRNAVINS ERV WASHINGTON DC 

□ DRUG ENFORCEMENT ADMIN HQ WASH DC 



□ FAA WASHINGTON DC 

□ HQ AFOSI BOLLING AFB WASHINGTON DC 

□ HQ AFSAC FT BELVOIR VA 

□ HQ INS WASHINGTON DC 



□ JCS WASHINGTON DC 

□ JSOC WO WASHINGTON DC 

□ NATIONAL SECURITY COUNCIL WASH DC 

□ NRC WASHINGTON DC 

□ NS A FT GEO MEADE MD 

□ SECRETARY OF THE NAVY WASH DC 

□ US CUSTOMS SERVICE WASHINGTON DC 

□ US SECRET SERVICE WASHINGTON DC 

□ WHITE HOUSE OFC OF THE PRESIDENT 

□ WHITE HOUSE SITUATION ROOM 
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Puirpose: Form 0-73 was created to provide a prompt means of transmitting HQ incoming 

teletypes between Bureau Offices a|^E(^vefnment Agencies. 

OF lSVESTUifr“' ) * f 



Restrictions: Use of form 0-73 is restricted to incoming teletypes received within the 
last 20 days. Incoming teletypes from Government Agencies may be readdressed to Bureau 
Offices and other Government Agencies. Incoming teletypes from Bureau Offices (Legat & 
Field), may be readdressed to Government Agencies. 



Preparation of Form 0-73: 

Date & Precedence: Type or print date, and indicate precedence by checking the 

appropriate box. 

Classification (Class): Check the appropriate box. Make necessary editing changes to 

caveats, warning notices, and declassification statement on attached message. Unless 
changes are made on the attached message, the original incoming caveats, warning notices, 
and Declassification Statement shall be transmitted as received. 

Addressee(s) : Type or print Bureau addressee(s) immediately following the "To" . Denote 

Government Agency Addressee (s) by placing a check mark in the appropriate box. When the 
Government Agency is not listed, type or print the Agency name and geographical location 
following the To:. Messages addressed to Military installations must include the base, 
fort, or station name. 

Cite: Insert Originator's Cost Code. 

Pass: List internal distribution within the recipient agency or bureau office. 

Example: Pass: DOS Far East Desk; FBIAL Squad 3. 

Approved by box: Indicate approval for transmission by initialing the "Approved” box. 

Note: The person approving the message is solely responsible for assuring editing 

changes are Accurate and are Legible. 

Originator's Boxes: Type or Print the originator's name, telephone extension, room 

number, division, and telelift number. 



Preparation of Message to be Transmitted 

Duplicate Copy & Notations: Make one copy of the incoming teletype message. 

On the original incoming indicate one copy made for relay to 

SACS , (or Legats) , (or Government Agencies) . 

Editing of duplicate copy: Use a lead pencil only, and draw single lines through the 

first and last lines of the message heading. Connect the lines from top right to bottom 
left fofming a "Z" figure. 

Note: The Heading includes all information before the first BT. 

Limited editing is allowed. Type or Print all changes on the duplicate copy. 
Administrative data may be added immediately following the text and must be identical for 
all addressees. Attach the completed 0-73 form to the edited copy, and deliver to FBIHQ 
Communications Center Room 6247 . 
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(Restricted Use) 



54 



Precedence : 



Sec 



□ 



I | Immediate 
Confidential 



/ // fa'? 

□ Priority jxf Routine 

□ Unclas EFTO □ Unclas 




Forward Attached Message to Designated Addressees: 



FM: DIRECTOR FBI 



To: 



SAC, 







/ 7 if-’ 



□ BATF WASHINGTON DC 

□ CIA WASHINGTON DC 

□ CIA DDO NC 

□ CDRINSCOM FT BELVOIR VA 

□ CDRJSOC FT BRAGG NC 

□ COMMANDANT COAST GUARD WASHINGTON DC 

□ DIA WASHINGTON DC 

□ DIS WASHINGTON DC 

□ DEPT OF ARMY WASHINGTON DC 

□ DEPT OF ENERGY GERMANTOWN MD 

□ DEPT OF ENERGY EOC WASHINGTON DC 

□ DEPT OF JUSTICE WASHINGTON DC 

□ DEPT OF STATE WASHINGTON DC 

□ DEPT OF TREASURY WASHINGTON DC 

□ DET 21 CSAA FT BELVOIR VA 

□ D IRNAVINS ERV WASHINGTON DC 

□ DRUG ENFORCEMENT ADMIN HQ WASH DC 

BT 

CITE: // W // 



PASS: 



□ FAA WASHINGTON DC 

□ HQ AFOSI BOLLING AFB WASHINGTON DC 

□ HQ AFSAC FT BELVOIR VA 

□ HQ INS WASHINGTON DC 



□ JCS WASHINGTON DC 

□ JSOC WO WASHINGTON DC 

□ NATIONAL SECURITY COUNCIL WASH DC 

□ NRC WASHINGTON DC 

□ NSA FT GEO MEADE MD 

□ SECRETARY OF THE NAVY WASH DC 

□ US CUSTOMS SERVICE WASHINGTON DC 

□ US SECRET SERVICE WASHINGTON DC 

□ WHITE HOUSE OFC OF THE PRESIDENT 

□ WHITE HOUSE SITUATION ROOM 




Approved 


Originator 


1 Tel . Ext 


Room/D iv TL# 


UAXvjfl — 






Q/^7 / jrf 




SV* ft? 





RECEIVED 
TELEWEUNtT , 

Use and Preparation of Form 0-73 v 

i q ftp? SI I- M3 ' 

Purpose: Form 0-73 was creatrea to provide a prompt means of transmitting HQ incoming 

teletypes between Bureau OfficpgQand^ [Government Agencies. 

OF INVESTIGATION 

Restrictions: Use of form 0-73 is restricted to incoming teletypes received within the 

last 20 days. Incoming teletypes from Government Agencies may be readdressed to Bureau 
Offices and other Government Agencies. Incoming teletypes from Bureau Offices (Legat & 
Field) , may be readdressed to Government Agencies. 

Preparation of Form 0-73: 

Date & Precedence: Type or print date, and indicate precedence by checking the 

appropriate box. - 

Classification (Class): Check the appropriate box. Make necessary editing changes to 

caveats, warning notices, and declassification statement on attached message. Unless 
changes are made on the attached message, the original incoming caveats, warning notices, 
and Declassification Statement shall be transmitted as received. 

Addressee(s) : Type or print Bureau addressee(s) immediately following the "To”. Denote 

Government Agency Addressee (s) by placing a check mark in the appropriate box. When the 
Government Agency is not listed, type or print the Agency name and geographical location 
following the To:. Messages addressed to Military installations must include the base, 
fort, or station name. 

Cite: Insert Originator's Cost Code. 

Pass: List internal distribution within the recipient agency or bureau office. 

Example: Pass: DOS Far East Desk; FBIAL Squad 3. 

Approved by box: Indicate approval for transmission by initialing the "Approved” box. 

Note: The person approving the message is solely responsible for assuring editing 

changes are Accurate and are Legible. 

Originator's Boxes: Type or Print the originator's name, telephone extension, room 

number, division, and telelift number. 



Preparation of Message to be Transmitted 

Duplicate Copy & Notations: Make one copy of the incoming teletype message. 

On the original incoming indicate one copy made for relay to 

SACS ' , (or Legats) , (or Government Agencies) . 

Editing of duplicate copy: Use a lead pencil only, and draw single lines through the 

first and last lines of the message heading. Connect the lines from top right to bottom 
left fofming a "Z" figure. 

Note: The Heading includes all information before the first BT. 

Limited editing is allowed. Type or Print all changes on the duplicate copy. 
Administrative data may be added immediately following the text and must be identical for 
all addressees. Attach the completed 0-73 form to the edited copy, and deliver to FBIHQ 
Communications Center Room^6247. 
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•’^^March 11, ii?91 
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I I is the historian of the FBI. She 

will be using the Presidential Library system during the next two 
years. Her official duties include the research and writing of a 
history of the FBI from 1908 to the present, and the preparation 
of monographs and brief studies on specific areas of FBI history. 

In order to properly conduct her research in the 
Presidential Libraries, she may require access to classified 
material originating with your organization. Enclosed is 
information related to her security clearances from the 
Information Management Division, FBI. 

| will be visiting the Harry S. Truman Library 

on March 13, 1991, and the Eisenhowe r Library on March 27, 1991. 
Please send permission for i I to us e appropriate class ified 

material in the Presidential Libraries to[~ 

Information Security Specialist, Office of Management and 
Administration (NA) , National Archives and Records Adminis- 
tration, 8th Street and Pennsylvania Avenue, N.W., Washington, 
D.C. 20408. 



I f vou have any questions, please 
(202) 324 or Supervisory Special Agen 
(202) 324 
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Enclosure 
1 - Mr. Jones 

1 -I 



Sincerely yours, 

P* f j7~ pm n : i 

HEREIN IS IwCLAf 

/ ^ WHERE SHGWiM GT 

Thomas F. Jones 

Inspector in Charge 
Office of Public Affairs 

C»3t - flpoT St) — ■ 



D«p. Dir. T 

ADD Adm i “ 

ADD tnv 

AssL Dir * ' ■ ? 

Mm.sMv*. _JJ0TE : The instructions for requesting access to classifie d 

-documents in Pres idential Libraries were sent to by 

| | Archivist, Dwight D. Eisenhower Library, 

^ -Abilene. Kans as. The Harry S. Truman Library concurred with 
* “ t p'coun. J I instructions , per telcal. Bufiles to do not 

Rec. MgnL — preclude this request. 

Tacfi. Servs. / 
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Federal Bureau of Investigation 



Office of the Director 



Washington, D.C : 20535 



February 13, 1991 




Thank you for pursuing discussions with Deputy Assistant 
Director Robert Bryant. I am confident that there is always "more 
that can be done jointly" that will increase our effectiveness in 

this difficult area. /y 

/ 




Director 
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